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I,  POPuLa.TICN  (MID  ISaR  SSTIIvUTB  ) 4967. 


2,  BIRTH  Ri.TE.  LIVE,  Mi.LES 

FSNLxLES  TOTixL 

Live  Births  Total  53 

48 

8X 

Legitimate  31 

44 

75 

Illegitimate  2 

4 

6 

STILLBIRTHS  TOTivL  2 

I 

3 

Legitimate  2 

I 

3 

DE..THS  OF  INFiJTTS  UNDER 

ONE  VE..R  OF  AGE,  TOTaL  I 

2 

3 

Legitimate  I 

2 

3 

LIVE  BIRTHS  81,  Ri.TE  PER  1000  P0PUL..TI0N 

16,30. 

The  figures  for  Forden  Rural  District  were  19,38  and  19,82 

for  the  years  1947  and  1948  respectively. 

3.  DE..THS.  JL'JiES  29.  FEM..LSS  29.  TOTaL  58. 

a.TE  PER  1000  population,  FORDEN  RURi.L  DISTRICT  11,67 

• 

INF.JTTILE  MORTi.LITY. 

Deaths  of  infants  under  one  year  of 

age,  Forden  Rural 

District , 

Rato  per  1000  live  births,  Forden  Rural  District,  37, 

a.USES  OF  DEaTH. 

ILxLSS  FEMxtLES 

TOTixL 

TUBERCULOSIS  OF  RESPIRi.TORY  SYSTEM. 

- 

I 

I 

C.JvTCER  OF  STOIL^CH  & DUODSNUII. 

2 

- 

2 

INFCiUENZA 

I 

I 

DL.RRHOSi. 

I 

I 

Cancer  of  all  other  sites. 

3 

« 

3 

UTTPu.-CRiiNL.L  Vi.SCUI«.R  LESIONS 

I 

6 

6 

HlLJiT  DISE..SSS 

9 

15 

24 

BRONCHITIS 

I 

I 

2 

HTEUMONL* 

2 

- 

2 

OTHER  RSSPIRi.TORY  DISE/.SES 

3 

- 

3 

ULCER  OF  STOM..CH  OR  DUODENUlvI 

I 

- 

I 

OTHER  DIGESTIVE  DISEi.SES 

2 

I 

g 

NEPHRITIS 

I 

I 

2 

Pr^Il.TURE  BIRTH 

I 

•f 

I 

CONGEITITi*L  iL.LFOiMi.TION , BIRTH  INJURY 

- 

r 

I 

SUICIDE 

I 

- 

I 

OTHER  VIOLENT  CaUSES 

- 

I 

I 

aLL  OTHER  Cx.USSS 

2 

I 

3 

TOT..LS  , 

29 

29 

58 

INFECTIOUS  DISE..SES. 

M.xLSS  FEILxLSS 

TOTaL 

SC-.RLET  FEVER 

7 

4 

II 

WHOOPING  COUGH 

2 

3 

5 

ME..SI;E3 

10 

14 

24 

pneumonia 

3 

I 

4 

ER  YSIPELx.S 

- 

I 

I 

.*CUTE  POLIOMYLITIS 

•• 

I 

I 

TOTilLS 

22 

24 

46 

The  total  of  104  was  the  number  of 

notifiable  diseases  reported 

for  the  year  1948,  For  the  year  1947, 

it  was 

33, 

DIPHTHERIx.  Il'»lISi.TI0N,  This  is  undertaken  by  the  Public  Health 

Depa~rtment  of  the  County  Council. 
VERMINOUS  CHILDREN.  IT one  reported. 

V.jINERB.iL  DISE..SE.  None  reported. 
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S3CTI0H  C.  S.SITi.RY  RIIVIM  OF  THS  aRHI.w 

\'L.T'^R  The  summer  of  1949  proved,  to  he  one  of  the  driest  on  record* 
o:fficial  state  of  drought  throughout  the  Country  existed,  and 
the  Minister  of  Health  appealed  to  all  for  economy  in  the  use  of 
vjater.  This  District  was,  of  course,  affected,  hut  generally,  apart 
from  the  cases  mentioned  helow,  there  were  no  complaints  as  to 
shortage, 

BSRRIISW  - The  piped  supply  from  Ladywell  Spring  to  the  Village  and 
including  the  Council  Houses  proved  to  he  sufficient  except  for  a 
few  days  in  early  Soptomher,  when,  owing  to  a lengthy  period  of 
drought,  there  was  a shortage.  However,  a few  days  heavy  rain 
considerably  improved  the  yield  from  the  Spring,  and  no  further 
shortage  was  experienced.  Samples  taken  from  this  source  were 
reported  upon  as  being  Baoteriologically  suspicious.  The  scheme  for 
improving  the  supply  in  quantity,  quality,  and  storage  capacity,  and 
for  installing  a Chlorinating  Plant,  has  now  been  prepared,  and 
tenders  for  carrying  out  the  work  will  bo  invited  at  an  early  date. 

If  at  a later  date  observations  show  that  there  is  sufficient 
water  for  the  purpose,  it  is  proposed  to  consider  the  provision  of 
a Sewage  Disposal  Plant  for  the  Village. 

CHURCHSTOKE  - There  was  again  an  abundant  piped  supply  availa,ble 
for  the  tenants  of  Pentrenant  Small  Holdings,  owned  by  the  County 
Council.  On  the  Councils  Housing  Site,  on  vhich  eight  airey  Type 
Houses  have  been  built,  there  was  a suffioionny  of  water.  It  is 
proposed  to  build  a further  twenty  houses  on  this  site,  and  as  the 
Borehole  on  the  site  is  capable  of  being  pumped  at  the  rate  of 
12,000  gallons  per  24  hours,  no  water  shortage  is  anticipated, 

arrangements  have  now  been  made  to  supply  the  Village  School 
and  School  House,  ?vnd  the  Police  House,  from  this  Borehole,  Work  to 
do  this  will  commence  shortly.  This  is  most  satisfactory,  as  during 
the  drought  period,  the  well  from  which  School  supplies  were  obtained 
ran  dry,  and  water  had  to  be  brought  to  the  School  from  a nearby 
District* 


LEIGHTON  - Here  the  piped  supply,  Jointly  owned  by  private  users, 
was  satisfactory  as  to  quantity,  but  a report  on  the  Bacteriological 
examination  of  a sa,mple  submitted,  showed  that  the  quality  of  the 
water  is  suspicious.  It  has  been  decided  to  build  six  houses  on  a 
site  which  has  been  acquired,  and  arrangements  are  being  made  for 
the  sinking  of  a Borehole,  from  which  it  is  hoped  that  a satisfactory 
supply  os  water  will  be  available  for  these  houses,  and  also  for  use 
in  a Village  Hall,  which  it  is  proposed  to  erect  on  this  site, 

i;BERI'/[ULE  - A plentyful  supply  of  wholesome  water  is  piped  to  the 
four  houses  owned  by  the  Council.  As  it  was  intended  to  build  more 
houses  at  Abermule  on  a different  site,  a Borehole  was  sunk,  but 
unfortunately,  sufficient  water  was  not  available  from  this. 

However,  a short  distpwnce  away,  the  Education  Committee  sunk  a 
Borehole  only  42  feet  deep,  and  wholesome  water  can  be  pumped  from 
this  at  the  rate  of  1000  gallons  per  hour.  This  water  will  supply 
the  new  Primary  School  which  is  being  built,  and  would  be  available 
for  supplying  new  houses  if  a site  within  a reasonable  distance  of 
the  Borehole  can  be  acquired, 

FORDEN  (LEIGHTON  R0..D  SITE)  - nn  adequate  and  satisfactory  supply 
is  avcaila,blc  from  a Borehole  on  the  site,  to  ten  Council  Houses, 
During  the  year,  two  pre-war  houses  were  oonnectod  to  the  supply, 

FORDEbT  (CHURCH  SITE)  - x.  plentyful  supply  is  available  from  a 
Borehole  on  the  site,  where  sixteen  Airey  Type  houses  are  being 
erected, 

sood  supply  is  available  from  a Well,  and  will 
be  gravitated  to  twenty  new  houses  which  will  bo  built.  A Village 
Hall  which  it  is  proposed  to  erect  will  also  be  supplied,  although 
the  last  sample  of  water  from  this  source  submitted  for  Chemical 
analysis  and  Bacteriological  Examination  were  reported  upon  as  being 
suitable  in  all  respects  for  drinking,  previous  examinations  showed 
that  the  quality  was  suspicious  bacteriologically.  In  view  of  this, 
a Chlorinating  Plant  is  being  installed. 
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Bi>.ur"'3Y  - The  District  Valuer  is  still  engaced  on  the  work  of 
clearing  a site  which  has  been  selected,,  and  on  which  it  is  proposed 
to  build  thirty  two  houses  and  tw  shops,  i.  Borehole  on  the  site  has 
been  deepened,  and  a.  plentyful  supply  of  water  is  available. 

LLiJTDY33IL  - satisfactory  supply  is  available  from  a Borehole  on 
the  site,  n continuous  168  hours  pumping  test  at  the  ra.te  of  12,480 
gallons  per  24  hours  has  been  carried  out.  Twenty  houses  will  be 
erected  here. 

H0U3BS. 

BERRIBW  (VIC..Ib.(xS  SITS)  - Ten  houses  were  built  and  occupied  during 
the  year.  Work  is  in  progress  on  the  building  of  four  more.  It  is 
also  proposed  to  build  a further  tw  houses  in  order  to  fill  in  the 
site. 

BERRIEW  (DYFFRYI^  ME  SITS)  - Approval  has  been  given  for  the  building 
of  two  houses  in  order  to  fill  in  this  site,  on  which  six  pre-war 
houses  stand. 

CHURCH  STOKE  - Eight  Airey  Typo  houses  were  erected  a.nd  were  ready 
for  occupation  at  the  end  of  the  year.  It  is  proposes  to  fill  in 
this  site  by  building  a further  twenty  traditional  type  houses,  and 
plp«ns  are  being  prepared. 

FORDEH  (CHURCH  SITE)  - Good  progress  is  being  made  in  the  erection  of 
sixteen  Airey  Type  hous e s . 

MIDDLETQiW  - Work  has  commenced  on  the  building  of  six  houses.  It  is 
intended  to  build  a further  fourteen  houses  in  order  to  fill  in  the 
site.  Land  on  this  site  has  been  made  available  by  the  Council  for 
the  erection  of  a badly  needed  Villa,ge  Hall. 

LLiiHDYSSIL  - A site  has  been  acquired,  ?jad  plans  have  been  prepared 
for  the  building  of  twenty  houses. 

i>BER]\i!ULE  - It  is  proposed  to  build  eight  houses,  but  so  far  a 
suitr.ble  site  has  not  boon  selected. 

Leighton  - The  building  of  six  houses  is  proposed,  on  a site  which 
has  been  acquired.  Two  houses  which  are  being  built  by  the  Milk 
Marketing  Board  are  almost  completed. 

Bi>USLEY  - Here  it  is  proposed  to  build  thirty  two  houses  and  two 
shops,  commencing  in  the  first  instpjico  with  the  building  of  six  of 
the  houses*  Houses  are  very  badly  needed  in  this  Parish  in  order  to 
accommodate  the  many  workers  at  the  Q,uarry  and  the  Wireless  Station. 

Plans  have  been  prepared,  and  the  clearing  of  the  site  by  the 
District  Valuer  is  awaited. 

HOUSES  BY  PRIVi.TS  ENTERPRISE  - Only  one  house  was  built  and  occupied 
during  the  year.  v^fork  on  the  building  of  three  others  is  in  progress. 

Reconstructions  - Three  houses  were  reconstructed  and  brought  up 
to  standard.  The  large  Vicarage  at  Churchstoke  has  been  converted 
into  two  dwellings. 

DRi.IKi.GE  .l^D  S3T^n^.Ri.GE  - Apart  from  the  building  of  Sewage  Disposal 
Plants  on  the  Council *s  Housing  Sites,  there  has  been  no  change 
during  the  year. 

RIVERS  xdID  STREAMS  - The  position  is  exactly  the  same  as  reported 
for  mcany  years. 

PUBLIC  CLEiJMSING  - By  a.rrangement  with  the  Welshpool  Borough  Council, 
domesFlc  refuse  has  been  collected  from  a number  of  householders  in 
the  Parishes  of  Berriew  and  Forden.  However,  it  is  now  proposed  by 
the  Council  to  introduce  a scheme  for  scavenging  the  whole  of  the 
Fordon  Rural  District.  Efforts  are  being  made  to  acquire  suitable 
rubbish  tipping  sites,  and  when  these  are  available,  a-  proper  refuse 
collecting  vehicle  will  be  obtained.  This  is  an  important  stop 
forward,  as  householders  have  great  difficulty  in  disposing  of 
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domestic  refuse,  and  in  some  parts  of  the  District,  unsightly 
unofficial  rubbish  dumps  are  to  bo  seen,  ‘and  quantities  of  rubbish 
are  tipped  into  rivers  and  streams.  Hew  houses  are  bein^  built  and 
will  continue  to  be  built  as  time  goes  on,  so  it  is  really  of  vital 
importance  that  a system  of  collection  of  domestic  refuse  is 
commenced  as  early  as  possible, 

MILK  SUPPLY  - From  the  1st  October,  1949,  the  duties, of  supervising 
methods  of  milk  production  at  Farms,  a,nd  the  inspection  of  premises 
used  in  connection  with  milk  production,  were  taken  over  by  the 
Ministry  of  Agriculture  and  Fisheries,  and  County  agricultural 
Executive  Committees  act  on  behalf  of  such  Ministry,  However,  ca 
sharp  eye  is  kept  on  such  premises  e.s  remain  registered  with  the 
Local  inthority.  During  the  year,  there  were  no  complaints. 

Meat  Inspection  - The  sla,ughtering  of  a,nimals  for  human  consumption 
is  still  centralised,  and  for  this  area  it  is  carried  out  at  Newtown, 
under  Government  arrangements.  Nevertheless,  shops  and  vans  are  kept 
under  supervision,  and  during  the  year,  everything  was  satisfactory. 

Bakehouses  - The  three  bakehouses  in  the  District  arc  regularly 
inspected,  and  are  kept  in  satisfactory  condition, 

S.1IITaRY  inspection  of  the  , 


The  District  is  regularly  inspected,  and  where  defects  have  been 
found,  they  have  been  remedied  as  far  as  is  possible,  still  having 
regard  to  tho  restrictions  on  man  power  and  materials,  A number  of 
major  and  minor  works  of  repair  and  improvement  hpuvo  been  carried  out 
but  much  still  remains  to  be  done.  Applications  for  licences  to 
carry  out  necessary  work  in  order  to  make  dwellings  reasonably 
habitable  have  often  to  be  refused,  as  Ministry  of  Works  instructions 
have  fixed  a ceiling  figure  of  only  £790,0,0  per  quarter  for  this 
District,  This  means  that  it  is  permitted  to  issue  Building  Licences 
for  the  whole  of  the  District  for  work  to  tho  value  of  £790  in  any 
quarter,  and  this  figure  must  not  be  exceeded,  ^^.s  soon  as  it  is 
possible  for  the  Ministry  to  withdraw  these  instructions,  it  may  be 
that  useful  works  of  repair  and  improvement  to  dwellings  will  be 
carried  out. 

The  provisions  of  the  Housing  ylct,  1949,  under  which  grants  are 
again  made  available  for  reconditioning  and  bringing  houses  up  to 
standard,  should  do  much  towards  providing  better  accommodation,  and 
saving  many  useful  houses  from  becoming  so  dilapidated  as  to  bo 
beyond  repair, 

SCHOOLS  - i^ll  Schools  in  the  District  are  in  fair  sanitary  condition 
As  mentioned  under  '’Water”,  a proper  supply  of  water  will  soon 
be  made  available  for  use  in  Churchstoke  School, 

GENERaL  - Complaints  received  - Fifteen, 

Samples  of  water  taken  - Five 
Premises  disinfected  - Two 


R,D.TH0M/.S 

MEDIC..L  OFFICER  OF  HE..LTH 
FORDEN  RURaL  DISTRICT. 
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